PHILIP MORRIS 

U.S.A. 

RESEARCH CENTER: P.O. BOX 30. RICHMOND, VIRGINIA 23206 TELEPHONE (703) 275-8381 


August 21, 1972 


Hr. Philip M.. French 

Watson Leavenworth Kelton and Taggart 

100 Park Avenue 

New York, New York 10017 

Re: FILMED COVERING FOR 
VENTILATED CIGARETTE 
WRAPPER PM 592 
Helf. 582-769 


Dear Mr. French: 

Enclosed you will find comments, additions and corrections 
by Dr. Creamer and me for the draft application of 
June 19. Some of our comments overlap and should be read 
in parallel. If you have questions, please let me know. 


Very truly yours. 



Assistant Patent Officer 

GEI:d 
Enc. 

CC: Mr. F. Resnik 
Dr. T. Osdene 
Dr. P. Eichorn 
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